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Theatrical Observber ; 
Daily Bills of the Play. 


DOP PDP LDP PIP” 
“ Nothing extenuate, nor set down aught in malice.” —Othello. 


POD DD DD LDS” 


No. 5455, Saturday, June 15, 1839, Price ld. 


©The Play’s the thing.” —Ask for Thomas’s Observer. 


COVENT GARDEN THEATRE, 

BULWER’s Richelieu, with the Opera of Amilie, were the en= 

tertainments at this house yesterday evening. 
HAY-MARKET THEATRE, 

Mr, CHARLES KEAN repeated the Duke of Glo’ster last night, 
to a very excellent house. Mr. Cooper was “ the deep, revolving, 
Duke of Buckingham,” and played the character very weil. 
Miss Taylor, as LadyAnne, played charmiogly, and gsined much 
applause. At the end of the Tragedy Mr. Keun had to appear 
before the curtsio. Nicolas Flam followed, and Uncle John 
was the concludiag Farce. We noticed a host of fashionables in 
the boxes. Sheridan’s delightful Comedies, The School for 
Scandal, and The Rivals, shortly to be revived here, are to be 
represented in strict unison with the period they represent ; the 
ladies are to have tetes de moutons, aud hoops to their dresses. 

Mr. and Mrs. Yates have been playing with great euccess at 
Dublin; they were accompanied by M. Bibin, the Adelphi Giant. 

Mr. George Robins has announced the sale of the Olympic 
Theatre to take place on Thursday. : 

Mr. Mori, whose lamented demise we announced ia our yester- 
day’s number, was only 50 years of age. He bad complained in 
the course of Thursday of lumbsgo, and was unable to attend bis 
duty at the Opera House. His son was sent for while performing 
ia the orchestra, and when he reacbed home, found his father was 
no more. Mr. Mori’s death will be much felt in the musical world. 

Vauxhall Gardens.—This well-known and favourite place of 
amusement will not (s#ys a correspondent) ba opened to the public 
this season. {t is understood, he adds, that the proprietors have 
come to this determination in consequence of the heavy losses they 
have sustained during the late seasons. 

Of the generosity of Madame Catalani’s disposition many instances 
are remembered. When she performed for the benefit of musicians, 
she frequently returned the whole, or a large portion of the sum 
for which she was engaged, and she often acted ia the same man- 
ner towards public charities. When a great musical performance 
took place for the Benefit of the Westminster Hospital in 1821, she 
was solicited to continue her services, but declined, on the ground 
that her own Concerts, then snnounced, might be injured by her 
previous appearance elsewhere. But on the day after her first 
Concert, she transmiited to the committee the whole proceeds of 
this performance,amounting to about£300, as a gift to the bospitel. 











When she visited Cracow, in the beight of her fame, she was en- 


gaged for a large sum to sing in the Theatre. When the smount 


“was tendered her, she returned more than half as a contribution 


towards the fand for erecting a statue to the memory of Kosckoski. 
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Kelly in bis/“Reminiscences,”’says ‘I could relate numberless traits 
of her goodness; po woman was ever more (charitable, or kind- 
hearted, aod as for the purity of her mind, I never knew a more 
perfect child of nature. At Bengor, she heard the Welsh harp, 
for the first time. The old blind harper of the bouse- was ia the 
kitchen, thither she went, and seemed delighted with the wild 
and plaintive music which he played, but when he struck up a 
Welsh jig, she started up before ell the servants, and danced as if 
she were wild ;0n quilting the kitchen, she gave the harper two 
guineas. 








Fashionable Lounges. 
To the Editor of The Theatrical Observer. 


Dear Ma, Evitor —Just wish to say a word—beg pardon, but will you 
excuse me—I have to mention that I’ve arranged so as to rub shoulders with 
my friends and the fashionable world at one or other of the Grand Lounges 
about town :— 

Monday, stroll’d to Madame Tussaup’s elegant Exhibition, Golden Corinthian 
Saloon, Baker-st, Portman Sq.—A splended new Group, consisting of Her 
Majesty, in her Rubesof State, the Duchess of Kent, the Dukes of Cambridge 
and Sussex, Earls Melbourne, Grey, & Normanby, and Lord Lyndhurst, in honor 
ef the Coronation.—fac similies from life—the dresses of English Manufecture, 

The Royat Diorama, Regeut’s Park, is now open with two Paintings 
by Le Chevalier Bouton, representing The Coronation of Her Majesty 
Queen Victoria in Westminster Abbey, and the Interior of the Church of Santa 
Croce at Florence, with ail the effects of light and shade, from noun till midnight. 

Tuesday, pop into the Cosmorama, 209, Regent Street, to view the new and 
splendid views now exhibiting—quite delighted. Afterwards admired the 
astonishing feats of The Industrious Fleas, which are also daily to be seen here. 

The Sixteenth Exhibition of The Society «f British Artists, Suffolk Street 
Gallery, Pall Mall, isnow open, and ateaded by large crowds of rank and 
fashicn, containing pictures on which the eye delights to dwell, where the artist 
and amateur may revel among the highest order of talent. The contributions are 
numerous aud highiy meritorious. 

Afterwards pay a visit to the Somerset Gallery, Strand, next to Somerset 
House, to witness The Industrious Fleas go through their extraordiuary per- 
formance of dancing, riding, driving, &c. also two Fleas decidivg an affair of 
honour sword in hand,—An exhibition well deserving the patronage it receives. 

In my way from the the Theatre, drop in at the Harmonic Meeting held atEvaNns's 
Grand Hotel, King Street, Covent Garden,—quite delighted with the excellence 
of the singing, ana the cheapness of the fare. When Mrs.P, is out of town, stay 
here a week, and only pay a guinea for bed & breakfast. I’m always to be found 
on Wednesday at half-past five at the Convivial Dinver held here. 

Wishing to purchase my spring stock of Hats, pop’t into Ricwarns’s, 125, 
Strand—found he had a most splendid assortment of elegant light, and durable 
Beaver Hats ~—o:dered a couple to be sent home immediately.—Made a memo- 
randum, * Ricuaaps & Co. 125, Strand, the only house inLondon for good hats.” 

It being Mrs. P's. intention to furnish herself with an enti-ely new stock of 
Jewellery, called at S. Igaaces’s, 131, Regent Street, and examined his magni4 
ficent stock of gold earrings, necklaces, bracelets, &c, which he is disposing of 
at astonishivg low prices,—he as also on sale some beautiful ‘urniture and china, 

Thuraday, called at Emmett’s, 27, Holborn Hill, to view his Novei Pen Maker 
by which any one can make a superior Pen in less than une minute—also his 
much improved Needle Threader, to enable Ladies, whose sight is impairad to 
thread their needles with the greatest ease—a most ingenious contrivance. 

“© All good spirits come to my Beck,’ at Doctor Johnson’s Tavern, Bolt Court, 
Fleet Street,—where you meet excellent company—capital fare at fair prices— 
delightful singing— (commence every evening at a quarter to nine,) cigars, bil- 
liards, good beds, and an enticing ordinary held evecy day at fiveo’clock. © 

Mr. Editor sume time back when my head ached and my eyes grew dim I dreaded 
to pry into my doctor’s bill. Now I only have to call on friend Grimstone, 39, 
Broad Street, Bloomsbury, purchase some of his Herbacious EyeSuuff in canisters 
of Is. 3d. and 2s. 4d. each. Try my sight by reading the testimonials—whiff my 
Cigar, frightenaway my headache, and gaily cry ** Throw Physic to the dogs Yl 
have none of it.” 

On Saturday, 1 examine Miss Linwood’s curious Needle Work, Leicester- 
Square—just added other beautiful specimens of her art.—But I ivtrude—beg 
pardon,—Your’s &c—PAUL PRY, : 
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Theatre Royal, Covent waraen:— 


This Evening, the Historical Play of 


King Henry Vth. 


FROM THE TEXT OF SHAKSPEARE., 


The Overture & Incidental Music partly composed, 
and selected from the Works of PuRrceLL, HANDEL, 


&c., by Mr. T. COOKE. 
Chorus, ...... in tbe Character of Time,...... Mr VANDENHOFF, 


————a— 
King Henry the Fifty, Mr MACREADY, 
Humphrey, Duke of Gloster) 5 oiners to QMiss E. PHILLIPS, 
John, Duke of Bedford, tb Kiue Vr ROBERTS, 
Thomas, Duke of Clarence, a 5 Mr COLLETT. 
Thomss Beaufort, Duke of Exeter, Uncle to tne King, MrELTON. 
Duke of York, Cousin to the King, Mr BENDER. 

Chicheley, Archbishop of Canterbury, Mr SERLE, 
Bishop of Ely, Mr KIRKE, Earl of Salisbury, MrW. H. PAYNE, 
Earl of Westmoreland MrB.ker, Eail of Warwick.MrT.Mathews. 

Earl of Huntington, Mr J. Baker, Earl of Suffolk, Mc Brady, 

Earl of Cambridge, ) Conspirators ( Mr WALDRON, 
Lord Scroop, of Masham, ) against ( Mr BURNETT, 
Sit Thomes Grey, ) the King, ( Mr YARNOLD, 
Lord Wi'!lougbby, M: BECKET, Lord Fanhope, MrPAULO, 

Heralds.—Mesers Henry,Hemery, Gough, and Partiidge. * 
Sir Thomes Erpingham, Mr BARTLEY, 
Captain Gower, Officers io King Mr ANDERSON, 
Captzio Fluellen Henry's Army, Mr MEADOWS. 
Ce ptain Macmorris Mr T. LEE, 

Bates, Sclaiers io Mr C, J. SMITH, 
Williams, ¢ the same, Mr WARDE, 

Nym, formerly Servavts sf Mr AYLIFFE, 








Bardolph, > Falstaff, now Soldiers Mr BEDFORD, 

Pi-tol, in the same, Mr HARLEY, 
Boy....es02...( Servant to them), ........... Miss P., HORTON, 

Quickly, (Pistol’s Wife ana Hostess) MrsC. JONES, 
Charles the Sixth, Kiog of France ........ «ee Me G. BENNETT, 

Lewis, the Dauphin, Mr VINING, 
Duke of Burgundy .......000 eocosseeoeee Mr HARRIS, 
Charles, Duke of O:leans, Mr HOWE, 
Charles a’Albret, High Constable ..........+0++e++¢ Mr PHELPS, 
Lord Bouciqualt, Mr BURDET, 
CountGrandpre....ces es escseeeceseeese Mr HOLLING WORTH; 
Governor of Harfleur, Mr BANNISTER, 
Heralds,—-Mr DIDDEAR, MrMELBOURN, and M‘ KIRK WELL 
Isabel, Queen of France, Mrs W. CLIFFORD, 

Katharine,( Daughter of Charles and Isabel) MissVANDENHOFF, 


After which, the Fatce of 


Hizh Life Below Stairs. 


Love!, Mr ANDERSON, Freeman, Mr HOWE, 
LordDuke’:Servant,Mr VINING, SirHarry’sServant, MrHARLEY, 
Philip, Mr BAKER, Coachman, Mr T. MATHEWS, 
Robert, MrW.H.PAYNE,TomMrAYLIFFE KingstonMrCOLLET 
LadyCharlotte’sMsid,MrsKAST, Lady Babb’s Moid,MrsGRIFFITH 
MrsKitty, MrsHU MBY,Chioe,MrsT. MATHE WS,CookMrsGarrick 


* 

















wheatre Royal, Haymarket. — 





. 
This Evening, ( 2nd time this season,) Sheridan Knowles’s newPlay of The 








Maid of Mariendorpt 


General Kliener, Mr STRICKLAND, 


Baron Idenstein, .....-.... Mr WALTER LACY, 
. Muhldenau, (2nd time) Mr COOPER, 
 encqunsnrwne <i ombie .. Mr BUCKSTONE, 


Joseph, (a Jew) Mr WEBSTER, 

Ahab, Mr GOUGH, Rupert, Mr WORRELL. 
Rodolph, Mr GA LLOT, Gerold, Mr GREEN, 
Lodowick, Mr WITTON, 

Courier, Mr CLARK, Lieutenant, Mr BISHOP, 
Meeta, (2nd time) Miss MAYWOOD, 

. Adolpha, Miss TRAVERS, (her 2nd appearance here) 
Esther, Mrs GLOVER, 
Madame Roselheim, Mrs DA NSON, 








The following pieces of Music will be performed in 


, THE ASCENDING ORCHESTRA : 


New Overture, Reissiger, OP. 128. 


, ee iets oan” ea Tete de Bronze,’. .. Muzard. 


Overture....‘ La Bayadere‘’+*+** ‘Auber. 





After bil. the petite Coante of The 


Green Eyed Monster. 


Baron Speyenhausen, Mr W. FARKEN, 


Col. Arnsdorf wo: ...cccccee .. Mr HEMMING, 
Marcus, (the Baron’s Jager) Mr W. LACY, 
Pee (the Gardener).... Mr BUCKSTONE, 


Lady Speyenhausen, Mrs DANSON, 
Amelia Rosenthal, (her Niece) Miss TRAVERS, 
Luise, Mrs FITZWILLIAM. 


To be followed by Buckstone’s Farce of 


Wicolas Mam ! 


Nicolas Flam, Mr W. FARREN, 
rere ee .+eeMr STRICKLAND, 
Shrimp, Mr BUCKSTONE, 

Fitzsmith, MrWORRELL LordPedigree,MrGough, 
MrsNibble, Mrs eens Harriet, ‘MissGallot. 

Mrs Puddycombe ...... MrsF. MATTHEWS, 


“On Monday, Riehard the Third, with Uncle John, and other aciiiieinn. 

















Printed & Published, every Morning, by E. & J. THoMas, 6, Exeter Street, 
Straud.—All Letters to be post paid,—Printing in General, 
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